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AIDAC 

E.O.l 1652:N/A 
TAGS: 

SUBJECT: EVACUATION OF AUH PATIENTS 
REF: LONDON 10423 

1 . MEA ADVISES US PATIENTS WERE SCHEDULED FO DEPART 
DAMASCUS ON SYRIAN ARAB AIRLINES FLT RB407, AT 1345 LOCAL 
WILL ARRIVE HERE APPROX 1815 LONDON TIME. PATIENTS WILL 

BE MET BY AIRCONDITIONED AMBULANCE WHICH WILL HAVE POLICE 
ESCORT ON TWO HOUR DRIVE TO BIRMINGHAM. 

2. MEA, AFTER CONSULTATIONS WITH HOSPITAL AUTHORITIES, 

DECIDED TO TRANSPORT PATIENTS BY AMBULANCE TO BIRMINGHAM 
BECAUSE; 1 ) NO SCHEDULED AIRLINE FLIGHTS TO BIRMINGHAM 
AFTER ARRIVAL OF SAR RB407; AND 2) CHARTERED AORCRAFT 
WOULD HAVE TAKEN NEARLY AS LONG AS AMBULANCE AND WOULD 
HAVE REQUIRED TWO MORE CHANGES FOR PATIENTS. 

3. HOSPITAL CONFIRMS ALL ARRANGEMENTS HAVE BEEN MADE FOR 
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